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PART III - A 


Notifications by Universities 


HARYANA RAJ BHAVAN 

Notification 

The 15th May , 2015 
No.HRB -UA - 29 ( 2 )-2015 /3346.— In exercise of the powers conferred upon me by Sub -sections (1 ) & (4 ) of 
Section 14 of Pandit Bhagwat Dayal Sharma University of Health Sciences Rohtak Act, 2008 , I, Prof. Kaptan Singh 
Solanki, Governor of Haryana and Chancellor, Pandit Bhagwat Dayal Sharma University of Health Sciences, Rohtak , 
hereby appoint Dr. O.P. Kalra , Principal Professor ofMedicine , Head , Division of Nephrology , University College of 
Medical Sciences (University of Delhi) G.T.B. Hospital, Delhi as Vice - Chancellor of Pandit Bhagwat Dayal Sharma 
University of Health Sciences, Rohtak for a period of three years or till he attains the age of 68 years whichever is 
earlier with effect from the date he assumes the charge of his office . 

Terms & conditions of the appointment will be determined by the Government later on . 


Chandigarh : 
The 15th May , 2015 . 


PROF. KAPTAN SINGH SOLANKI, 

Governor, Haryana and Chancellor , 
Pandit Bhagwat Dayal Sharma University of 

Health Sciences, Rohtak . 
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